From glowbugs@theporch.com Sun Feb 18 16:05:36 1996 

Return-Path: glowbugs@theporch.com 

Received: from uro (localhost.theporch.com [127.0.0.1]) by uro.theporch.com 
(8.7.3/AUX-3.1.1) with SMTP id QAAQ8615; Sun, 18 Feb 1996 16:03:07 -0600 (CST) 
Date: Sun, 18 Feb 1996 16:03:07 -0600 (CST) 

Message-Id: <199602182203 .QAAQ8615@uro.theporch. com> 

Errors-To: ws4s@midtenn.net 

Reply-To: glowbugs@theporch.com 

Originator: glowbugs@theporch.com 

Sender: glowbugs@theporch.com 

Precedence: bulk 

From: glowbugs@theporch.com 

To: Multiple recipients of list <glowbugs@theporch.com> 

Subject: GLOWBUGS digest 109 

X-Listprocessor-Version: 6.Qc -- ListProcessor by Anastasios Kotsikonas 
X-Comment: Please send list server requests to listproc@theporch.com 
Status: O 


GLOWBUGS Digest 109 
Topics covered in this issue include: 


1) Re: Plug-in coils -- latest version 
by Bob Roehrig <broehrig@admin. aurora. edu> 


Date: Sat, 17 Feb 1996 18:45:34 -0600 (CST) 

From: Bob Roehrig <broehrig@admin.aurora.edu> 

To: michael silva <mjsilva@ix.netcom.com> 

Cc: Multiple recipients of list <glowbugs@theporch.com> 

Subject: Re: Plug-in coils -- latest version 

Message-ID: <Pine.ULT.3.91.960217184325 .5626A-100000@admin. aurora. edu> 


On Sat, 17 Feb 1996, michael silva wrote: 
> Thought I'd let everybody in on my latest attempts to come up with a 


> good plug-in coil. 


> One nice thing about using octal bases is that you can use the extra 
> pins for jumpering in extra capacitance if you need it on the lower 
> bands. 


They are also needed for tickler/link windings. 


> One thing I need to do is try to figure out which pins are most 
> commonly left off of octal tubes and not use those, so I'll be more 


> likely to be able to use the bases off of any dead tubes that turn up. 


Probably the "barest" octal tube I have seen is a 5Y3 rectifier that 
only had pins 2, 4, 6, and 8. 


E-mail broehrig@admin.aurora.edu 73 de Bob, K9EUI 


End of GLOWBUGS Digest 109 
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